LEED Gold Award recognition 6:30 pm at Central Fire 
Station 


Town of Arlington 

Permanent Town Building Committee 
Meeting Notice 

Location/Time/Date: Emergency Operation Center 

Central Fire Station 
Tuesday May 3, 2016 at 7:30 pm 

Participants Adam Chapdelaine 

Bill Hayner 
Robert Jefferson 
Diane Johnson 
Brett Lambert 
John Maher 
Ruthy Bennett 
Allen Reedy 


Proposed Agenda 


1. Stratton School update: —Mr. Woodin, Mr. Rich, Mr. Juusola 

2. Community Safety Building Phase 3 update—Mr. Ammondson, Mr. DeFilipis 

3. Report to Town Meeting—Mr. Cole 

4. Other Business 


John W. Cole 
Chair 


Distribution: 

Participants 
Town Webmaster 
Eve Margolis 
Eric Ammondson 
Juliann Flaherty 
Brian DeFilipis 
Michael Hanna 
Lee Rich 
Scot Woodin 
Rob Juusola 


townmanager@town.arlington.ma.us 

emargolis @town.arlington.ma.us 

eammondson@ammondsonarchitects.com 

iflahertv@town.arlington.ma.us 

pdefilipis @ pmaconsultants .com 

mhanna@arlington.kl2.ma.us 

lrich@draws.com 

swoodin@draws.com 

Rob.iuusola@nv5.com 












